CHURCH OF ST.  NICHOLAS IN THE   TOWN  OF   SOLNECHNOGORSK,   MOSCOW   REGION,
INTO THE BASEMENT SHELTER OF WHICH THE GERMANS THREW A GRENADE WHEN
IT   WAS   FULL   OF  PEOPLE